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MAIN CAMPUS — UNIVERSITY OF WINDSOR 


1. Temporary Fine Arts Building (1951; 1966) * 15. Cody Hall (Residence; 1962) 


2. Essex Hall (Engineering, Mathematics, Chemistry, 16. St. Michael’s Hall (Residence; 1915; 1960) 
Physics, Computer Centre; 1961; 1964) 


3. Biology Building (1966) 
4. Windsor Hall (Administration Tower; 1965) 


17. Electa Hall (Residence; 1958; 1963) 
18. Canterbury College (1967) 


(a) North Academic Wing (1965) Geoffrey Fisher Hall : 
(b) South Academic Wing (1967) (Married Students and Faculty Residence; 1957; 1966) 
(ec) North Academic Wing Extension (1969) 19. Assumption Church (1728; 1874) 
5. Dillon Hall (Classrooms; 1928; 1957) 20. La Pointe House (Basilian Fathers’ House of Studies; 
6. Memorial Hall (Closed-Circuit TV, 1948; 1966) 1965) 
7. University Library (1958) 21. Ambassador Bridge to Detroit, Mich. 
8. Faculty of Law (1970) 52, South Campus 
9. University Centre (1962) Track and athletic field, (1966) 
10. St. Denis Hall (Gymnasium; 1915; 1948) School of Physical and Health Education Building 


2 (Classrooms, Laboratories, Swimming Pool; 1968) 
11. Sir John A. Macdonald Hall (Residence; 1967) 


12, Sir Wilfrid Laurier Hall (Residence; 1969) Not Shown: 

A Holy Redeemer College 
13. Vanier Hall (Student Centre; 1969) (National Redemptorist Seminary; 1958; on Highway 3) 
14. Assumption University (1857) Huron Hall (Men’s residence; 1968) 


*Where more than one date is given, the first refers to original construction, and the second to later renovation, addition or assignment. 
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